IC-MI504 


VHF MARINE TRANSCEIVER 
REAR MOUNT HANDSET (M504 11, M504 13) 
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Optional extension cable 

OPC-478UC 6.1 meters (20 feet) 
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Note: Only use for 
programming radio 
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TO ANTENNA 


OPC-1540 


Extension cable 
(Comes with HM-150) 
6.1 meters (20 feet) 


DC Power Connector 
+ (Red) 
— (White) 


External Speaker 
(Unamplified) 
+ (Yellow) 
— (Shield) 


NMEA IN = (Shiela) 


NMEA IN + (Red) 
NMEA OUT — (Shield) 
NMEA OUT + (White) 


OPC-1542 


(non-removable) 


External 
Speaker 
(Unamplified) 
+ (Yellow) 
— (Black) 


Extension cable 
(Comes with HM-150) 


OPC-1000 


6.1 meters (20 feet) 


Handset 


OPC-999 
Optional 
extension cable 
6.1 meters (20 feet) 


HM-126RB (olack) 
HM-126RG (grey) 
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